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Description.: NONE - TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test Categories/Tests 


GEN8B 




GEN8M 




Target 

Average 

StdDev 

N 

Tarqet 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



34.0 




34.0 



Tar/Puff, mg 



2.6 




2.6 



TX Tar, mg/eigt. 



30.3 

1.45 

33 


30.0 

1.09 

31 

TX Tpm, mg/cigt. 



47.6 

2,68 

33 


45.3 

1,86 

31 

TX Nicotine, mg/cigt. 



1.95 

0.072 

33 


1.87 

0.082 

31 

TX Water, mg/cigt. 



15.36 

1.476 

33 


13.44 

1.108 

31 

TX Puffs/Cigt. 



11.6 

0.36 

33 


11.7 

0.40 

31 

tx pH in Whole Smoke 



5.1 

0.01 

2 


5.0 

0.02 

2 

Filter 










Tipping Paper Length, mm 



31.2 

0.08 

20 


31.2 

0.52 

20 

Ventilation 



1 

0.5 

99 


2 

0.4 

99 

Filler 










Tobacco Weight, g 



0.765 

0.0071 

2 


0.800 

0.0028 

2 

Total Alkaloids, mg/g 



16.54 

0.219 

2 


16.52 

0.064 

2 

OV After Grinding 



10.4 

0.03 

2 


9.0 

0.01 

2 



GEN5 




GEN6 




Test Categories/Tests 


Tarqet 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



23.0 




28.0 



Tar/Puff, mg 



3.6 




2.8 



TX Tar, mg/cigt. 



46.6 

2 . OB 

34 


27.6 

1,40 

33 

TX Tpm, mg/cigt. 



64.3 

3.31 

34 


45.0 

2.11 

33 

TX Nicotine, mg/cigt. 



3.15 

0.168 

34 


1.78 

0.076 

33 

TX Water, mg/cigt. 



14.60 

1.547 

34 


15.60 

1.157 

33 

TX Puffs/Cigt. 



13.0 

0.49 

34 


9.9 

0.28 

33 

TX pH in Whole Smoke 



5.2 

0.01 

2 


5.1 

0.00 

2 

Filter 










Tipping Paper Length, mm 







24.6 

0.31 

20 

Ventilation 







3 

1.0 

100 

Filler 










Tobacco Weight, g 



0.996 

0.0021 

2 


0.694 

0.0010 

2 

Total Alkaloids, mg/g 



17.94 

0.134 

2 


17,25 

0.332 

2 

OV After Grinding 



11.1 

0.01 

2 


9.8 

0.00 

2 



GEN6B 




GEN6M 




Test Categories/Tests 


Target 

Average 

StdDev 

N 

Tarqet 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



28.0 




28.0 



Tar/Puff, mg 



2.9 




2.7 



TX Tar, mg/cigt. 



28.1 

1.07 

30 


27.3 

1.52 

32 

TX Tpm, mg/cigt. 



46.6 

1.97 

30 


44.5 

2.26 

32 

TX Nicotine, mg/cigt. 



1.73 

0.051 

30 


1.73 

0.074 

32 

TX Water, mg/cigt. 



16.77 

1.207 

30 


15.48 

1.346 

32 

TX Puffs/Cigt. 



9.6 

0.28 

30 


10.0 

0.32 

32 

All tests were conducted in 

the 

Philip Morris U.S.A. 

, Product Testing Laboratory 



with the exception of those 

tests denoted by a (1). 

These tests ■ 

were performed by Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The 

test results relate to the 

samples submitted to the Product 

Testing 

Laboratory 

during the stated time period. 



Extrapolation outside this ■ 

time 

period is 

not appropriate. 
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Description.: NONE 


TO TEST BRANDS FOR TEXAS COMPLIANCE 


TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Cigt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


5.0 

0.03 

2 

25.2 

0.38 

20 

2 

0.2 

100 

0.683 

0.0021 

2 

17.02 

0.276 

2 

10.1 

0.01 

2 


GENL8 

Target Average StdDev N 


39.0 



2.0 



22.0 

1.11 

33 

31.8 

1.65 

33 

1.48 

0.070 

33 

8.31 

0.881 

33 

11.1 

0.32 

33 

5.0 

0.02 

2 

36.2 

0.26 

20 

20 

3.4 

100 

0.724 

0.0010 

2 

16.82 

0.078 

2 

10.2 

0.04 

2 


5.0 

0.00 

2 

25.1 

0.09 

20 

3 

1.1 

100 

0.692 

0.0021 

2 

16.49 

0.085 

2 

10.4 

0.00 

2 


GENL8M _ 

Target Average StdDev N 


39.0 



2.0 



23.3 

1.04 

34 

32.7 

1.92 

34 

1.51 

0.071 

34 

7.91 

1.154 

34 

11.4 

0.38 

34 

5.0 

0.03 

2 

36.1 

0.53 

20 

20 

1.7 

100 

0.738 

0.0050 

2 

17.02 

0.042 

2 

10.0 

0.06 

2 


Notations s 



GEN8B 

- GENCO 

FF 100 REG FTB 

GEN8M 

- GENCO 

FF 100 MEN SP 

GEN5 

- GENCO 

NON-FILTER KS REG SP 

GEN6 

- GENCO 

FF KS REG SP 

GEN6B 

- GENCO 

FF 83MM REG FTB 

GEN6M 

- GENCO 

FF KS MEN SP 

GENL8 

- GENCO 

LTS 100 REG SP 

GENL8M 

- GENCO 

LTS 100 MEN SP 


GEN8M - Group 1464 Run 15 Port 7 badported because of a leak. 

GEN8M - Group 1464 Run 15 Port 7 badported because of a leak. 

GEN8M - Group 1464 Run 15 Port 7 badported because of a leak. 

GEN8M - Group 1464 Run 15 Port 7 badported because of a leak. 

GEN8M - GROUP 1464, RUN 13 PORT #18: REJECTED (BAD-PORTED) DUE TO LEAKING; 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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Description.: NONE - TO TEST BRANDS FOR TEXAS COMPLIANCE 


NONE - TO TEST BRANDS FOR TEXAS COMPLIANCE 

GEN8M - GROUP 1464, RUN 13 PORT #18: REJECTED (BAD-PORTED) DUE TO LEAKING; 

PAD WAS LIGHT AND TPM VALUE WAS VERY LOW. 

GEN5 - TX-EVENT data was rejected because the sample was non-filter. 

GEN6B - GROUP 1464, RUN 13 PORT #13: REJECTED (BAD-PORTED) DUE TO LEAKING; 

PAD WAS LIGHT AND TPM VALUE WAS VERY LOW. 

GENL8M - Technician did not save filler from Tobacco Weight sample. A 

rechecked was requested. Cigarettes from the Vent sample were used 
for the Tobacco Weight test. 



All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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